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2.40 REPEAT NCI 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS). 

The medicine cabinet In the main office cwitains expired medications. All expired medications should be clearly labeled 
expired and kept in a separate location or discarded to prevent use on regulated species. Items were discarded during this 
Inspection; 


3.101 ( a ) 

FACILITIES, GENERAL. 

The "Rookery" pool has bubbling and peeling paint along the wai^ line. All structures shall be maintained In good repair. To 
be corrected by; April 15,2001 
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